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Revision: =A - 


EQUIPMENT LIST VI 
SPECIAL LIST OF EQUIPMENT (SLOE) 
Includes all Equipment Required for System 1 and 3 
and all Itema of Standard Test Equipment 


MP . UNIT NUMBER 


ITEM NUMBER NOMENCLATURE: cost OF UNITS 


‘10 


MP 10408 Portable Audio Amplifier 
NEWCOMB, E 10108 
10-watt amplifier with. 2 
10-inch speaker $126, 82 a 


MP 63017 Cable, Extension, Info. 
Recorder 8.50 h 


MP 63014 Cable, Test Horn Feed DELETE 


MP 63015 Cable, Primary-Power, 
Test Set DELETE 


MP 63025 Cable, Info. pups Aee 
Monitoring . 8.50 Th 


MP 63021 Cable, Info. Recorder | 
Monitoring 10.95 \ 


MP 10204 Converter, Frequency - 
. HEWLETT-PACKARD 
525A (Plug-in Head for 
MP-10211) 10 eps 100 mo 250.00 L 


MP 10216 Converter, Frequency 
HEWLETT-PACKARD 
525B (Plug-in Head for 
MP-10211) 100 = 200 me 250.00 1 


MP 10211 Counter, Frequency 
HEWLETT-PACKARD 
524B 10 apa - 10 me. 
accuracy, 0001%; to 
200 me with Plug-in Heads 
(MP-10216 and MP-1020}) 2150.00 it 


MP 10143 De-Magnetizer, Head - 
AMPEX, Cat. N. 704 8.25 3 
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AMOUNT 


34.00 


250.00 


250.00 


2150.00 
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MP 
NUMBER 


MP 10415 


MP 10137 


MP 10205 


MP 10223 


MP 10210 


MP 10505 


MP 10405 


MP 10313 


Effective: March 14, 1957 
Supersedes: November 7, 1956 


Revision: A 


EQUIPMENT LIST VI 


SPECIAL LIST OF EQUIPMENT (SLOE) 
Ineludes all Equipment Required for System 1 and 3 
and all Items of Standard Test Equipment 


UNIT . NUMBER 
NOMENCLATURE’ Cost OF UNITS AMOUNT 


Dolly Table Top, 
MAGNESIUM CO. 
OF AMERICA M-126 $ 96.75 5 $483.75 


Generator, Pulse 
HEWLETT-PACKARD 
212A 565.00 1 565.00 


Generator, Signal, V.H.F. 

HEWLETT-PACKARD 608D, 

10-420 me, Output 0.1 V. 

with 50-ohm load, Crystal 

ealibration 1050.00 1 1050.00 


Generator, R-F Signal - 

GENERAL RADIO 1001A, 5 ke - 

50 mee, Calibration +1% Output 

O - 0.2V, adjustable; 2 V. fixed, 

Output accuracy + 6% 0 - 80% 

amplitude modulation 695.00 1 695.00 
Generator, V.H.F. Sweep ~ . 

KAY ELECTRIC 111l+A, 10-950 

mes; sweep width to 40 me 

Output 0.15V, with 70-ohm 

load 575.00 1 375.00 


Headphones (2000-ohm 
impedance) 7-50 10 15.00 


Horn, S-Band DELETE 


Horn, X-Band DELETE 
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MP 
NUMBER 


MP 10209 


MP 10194 


MP 10208 


MP 10207 
MP 10165 


MP 10206 


MP 10218 


EQUIPMENT LIST VI 


SPECIAL LIST OF EQUIPMENT (SLOE) 
Includes all Equipment Required for System 1 and 3 
and all Items of Standard Test Equipment 


NOMENCLATURE 


Set of Jigs for Electronics 
Board (System 3) consisting 
of one (1) each MP-10770, 
MP-10767, MP-10751, MP- 
10776, MP-10749, MP-10779, 
MP-10553, MP-10782, MP- 
10843 and two (2) each MP- 
10820 and MP-10817 


Meter, Flutter - D and R, LID., 
Model FL-36 0-0.5, 0-2% 


Meter, Frequency, Portable - 
J-BeT INSTRUMENTS, INC. 
Model 34, FP-9M, 56-64 ops 


Meter, Tension - GEO. SCHERR Co. 
O- 3 o4. 


Meter, Tension - GEO. SCHERR 
CO. , 6) bad 30 OZ» 


Oscillator, Audio ~- HEWLETT - 
PACKARD 200 CD, 5 ops - 

600 ke, Output 20 V., no load 
internal impedance 600 ohms 


Oscilloscope, C. R. = THKTRONIX 


UNIT 
cost 


185.00 


42.35 
26.00 


26.00 


150.00 


531 Driven Sweep to 0.1 microsecond 


per em. (Requires plug-in 
preamplifiers, MP-10148 and 
MP-10230 a 


995.00 


Supersedes: ‘November 7, 1956 


Revision: A 


NUMBER 


OF UNITS 


DELETE 
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AMOUNT 


185.00 


42.35 
26.00 


26.00 


300.00 


1990.00 
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EQUIPMENT LIST VI 


SPECIAL LIST OF EQUIPMENT (SLOE) 
Includes all Equipment Required for System 1 and 3 
and all Items of Standard Test Equipment 


MP : UNIT NUMBER , 
ITEM NUMBER NOMENCLATURE cost OF UNITS AMOUNT 


26 MP 10148 Oscilloscope, Preamplifier, 
Plugein, High Gain - | 
TEKTRONIX 53B (Used 
with MP-10218), Sensitivity 
5 mv./om., Frequency 
response to 9 mc 125,00 2 250.00 


27 MP 10230 Oscilloscope, Preamplifier, 
Plug-in, Dual Trace « 
THRTRONIX 53C (Used 
with MP-10218), Sensitivity 
0.05 v./om., Frequency 
response to 8.5 me 275.00 | 2 550.00 


28 MP 10187 Oscilloscope Probe, 
Attenuator - TEKTRONIX 
P510A de 2. 8.50 2. 17.00 


29 MP 10217 Power Supply, Dual - 
DRESSEN-BARNES Model 
D3-300D, O = 300 v. 
dea regulated, 300 ma. 
max. 550.00 1 550.00 


30 MP 10173 Tape Splicer, Model TS, 

ROBINS INDUSTRY CORP. , 

Bayside, N. Y. 8.50 1 8.50 
31 MP 10188 Tachometer, Stroboscopic.,. 

GENERAL RADIO Type 

631+BL 150.00 1 150.00 


32 MP 1014 Tape, Test - AMPEX 
Model 6000-A1 12.00 2 24.00 
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Effective: March 14, 1957 _- 
Supersedes: November 7, 1956 


Revision: © =A’ 


EQUIPMENT LIST VI 


SPECIAL LIST OF EQUIPMENT (SLOE) 
Ineludes all Equipment Required for System 1 and 3 
and all Items of Standard Test Equipment 


MP UNIT NUMBER 
ITEM NUMBER NOMENCLATURE: cost OF UNITS AMOUNT 
33 MP -10566 Test Set, Ground; for 
ae System 1 Ineluding 
Scope Hood DELETE 
34 MP 10199 += Test Set, Ground; for 
System 3 DELETE 
35 MP 10190 Tool Kit, Electronic 
Technician 156.42 10 1564.20 
36 MP 10192 ‘ool Kit, Laboratory 290.31 3 870.93 
37 MP 10506 Triped, Test Horn 
(modified) DELETE © 
38 MP 10213 Voltmeter, Vacuum Tube - 


HEWLETT~“PACKARD 410B, 

Frequency Response 20 eps - 

70O ma, O = 300 v. amc, dee 

10 megohm, 1.5 micromicro- 

Parad input resistance and 

capacitance 245.00 z 245.00 


39 MP 10702 Voltmeter, Vacuum Tube = 
coat TRIPLETT Model 631, 

O = 120 v. dec 11 megohm 
input impedance, 0 - 1200 
Ve dee, 20,000 ohm per 
volt, 0 = 1200 ve ae-c, 0-1200 
mae dec, O-l2 a, dec, O ~ 150 
megohm resistance, ~30 to + 
56 db, Accurance +44 59.50 5 297.50 
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MP 10166 


MP 11023 


MP 10439 


EQUIPMENT LIST VI 


SPECIAL LIST OF EQUIPMENT (SLOE) 
Includes all Equipment Required for System 1 and 3 
and all Items of Standard Test Equipment 


NOMENCLATURE 


Test Jig for O2A with Shield 
Test Jig for 02B 

Test Jig for 02C 

Test Jig for 02D 

Teast Jig for 03 

Test Jig for O04 

Test Jig for 05 

Test Jig for 03, O4, and 05 
Test Probe R.F. 

Cable, Power 

Shield, Can 7" for use with 
MP 10767, MP 10751, and MP 
10776 

Bench, Standard Lab Model 


Attenuator, Coax,PRD Type 
130-D, 20-4 db at 4KMC 


Meter, Megacycle, MEASUREMENTS 
CORP. Model No. 59-Grid Dip 
Meter 

Panel, Test System 3 


Kit, Tool, System 3 


UNIT 
cost 


99.89 


“142.76 


146.24 
14h..08 
151.23 
170.97 
180.47 


139.26 


89.75 
64.45 


15.75 
GFE 

45.00 

168.00 


200.00 


10.00 


Effective: March 14, 1957 __ 
Supersedes; November 7, 1956 ~~ 


Revision: «A 


NUMBER 
OF UNITS AMOUNT 
1 99.89 
1 142.76 
1 146, 2h. 
Bt 144.08 
1 151.23 
1 170.97 
i 180.47 
nf 139.26 
2 179.50 
2 128.90 
2 15.75 
10 GFE 
a 90.00 
3 504,00 
3 600.00 
3 30.00 
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EQUIPMENT LIST VI 


SPECIAL LIST OF EQUIPMENT (SLOE) 
Includes all Equipment Required for System 1 and 3 
and all Items of Standard Test Equipment 


MP UNIT NUMBER 
ITEM NUMBER’ NOMENCLATURE cost OF UNITS AMOUNT 
56 MP 10811 Amplifier and Rack Assembly | 
AMPEX No. 5701 425.00 i 425.00 
57 MP 10404 Power Supply, AMPEX No. 3742 75.00 1 75.00 
58 MP 10639 ‘Transport, Low Speed, AMPEX 
| No. 5700 (Modified) 850.00 ug 850.00 
59 MP 63007 Cable, Power Supply, AMPEX 3.00 3 9.00 
60 MP 63008 Cable, Intereonnecting, Bias 
: AMPEX 2.00 2 4,00 
61 MP 63010 Cable, Interconnecting, Power 
AMPEX 3.00 1 3.00 
62 MP 63011 Cable, Interconnecting, Power, 
(Modified) AMPEX 5.00 zi 5.00 
63 MP 63012 Cable, Primaxy Power, AMPEX 1.50 1 1.50 
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